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Message Text 


UNCLASSIFIED 

PAGE 01 LOUREN 01068 021303Z 
65 

ACTION FBOE-OO 

INFO OCT-01 AF-06 ISO-OO A-01 ABF-01 /009W 

092718 

R 021200Z OCT 75 

FM AMCONSUL LOURENCO MARQUES 
TO SECSTATE WASHDC 3924 

UNCLAS LOURENCO MARQUES 1068 

E.O. 11652: N/A 
TAGS: ABLD, AFSP, MZ 

SUBJECT: PROPERTY NO. 01558 - POR WATER SYSTEM 

1. POR HAS SERIOUS WATER PRESSURE PROBLEM WITH CIRCULATION 
AND PRESSURE, PARTICULARLY TOP FLOOR. LOCAL ENGINEER ADVISED 
INSTALLATION THREE-QUARTER HP PUMP WITH PRESSURE MANOMETER, 
MERCURY SWITCH AND CIRCUIT BREAKER. COST OF UNIT, PLUS 
RELECTRICAL AND PIPING WORK ADAPTED TO EXISTING SYSTEM $1100 
RPTS1100. 

2. REQUEST AUTHORIZATION AND FUNDS TO COMPLETE PROJECT BEFORE 
ARRIVAL OF NEW AMBASSADOR. 

JACOBSEN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 02 OCT 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975LOUREN01068 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750342-0561 
From: LOURENCO MARQUES 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19751088/aaaadawf.tel 

Line Count: 38 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION FBOE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: ElyME 
Review Comment: n/a 
Review Content Flags: 

Review Date: 20 OCT 2003 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <20 OCT 2003 by ReddocGW>; APPROVED <13 FEB 2004 by ElyME> 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
06 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: PROPERTY NO. 01558 - POR WATER SYSTEM 
TAGS: ABLD, AFSP, MZ 
To: STATE 
Type: TE 
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